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UNCLASSIFIED 

PAGE 01 STATE 003887 
ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 ERDA-07 OES-06 /033 R 

DRAFTED BY COM/OED/MEPD/JPHILBRICK/LW 
APPROVED BY F.B/OC. A JJRF.IT I ,Y 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIRECTOR 
STATE/EUR/SE/JRRATIGAN (PHONE) 

COM/OIM/JPRIAMOU (INFO) 

072306Z 108973/71 

R 072135Z JAN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 

UNCLAS STATE 003887 

E.O. 11652: N/A 

TAGS: BENC, GR 

SUBJECT: MAJOR PROJECT: FIRST NUCLEAR POWER PLANT 

REF: ATHENS 12135 

1 . MAJOR PROJECTS DIVISION USDOC WAS CONTACTED BY DRAVO 

CORPORATION TODAY REGARDING SUBJECT PROJECT. DRAVO'S 
SUBSIDIARY, GIBBS AND HILL, WHICH SPECIALIZES IN CONSULTING 
WORK ON NUCLEAR POWER PLANTS, HAS HEARD A RUMOR TO THE 
EFFECT THAT THE PUBLIC POWER CORPORATION AND GREEK ATOMIC 
ENERGY COMMISSION MAY NOW BE READY TO HIRE A CONSULTANT. 

REQUEST EMBASSY ATTEMPT TO VERIFY THIS REPORT AND, IF IT IS 
TRUE, PROVIDE NAMES AND ADDRESSES OF CONTACTS AND CORRECT 

PROCEDURES TO BE FOLLOWED BY U.S. FIRMS INTERESTED IN 
PURSUING THIS OPPORTUNITY. YOUR ASSISTANCE MOST 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 003887 

APPRECIATED. 

KISSINGER 
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